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XIV. A L^fer from Mr. Edward Nairne, F. R. $. to Sir Jofepfe 
Banks, Bart. P. Ri, S. containing an. Account of Wire being 
floor tmed by Lightning. 

Read February 3,. 1783. 

SIR, 

N the Philosophical Tranfactions for the year 1780, voL 
LXX. are printed fome experiments of mine, ^' mewing the 
method of mortening of wire by the effed of electricity. I 
havefince met with a fimilar circumftance produced by light- 
ning; and, if the following account mould meet with your ap- 
probation, mould be happy to have it communicated to the 
Society. 

On the 1 8th of June, 1782, Mr. parser's houfe at Stoke 
Newington was ttruck by lightning, between two and three 
o'clock in the afternoon. The lightning palled: down the 
leaden pipe without fide the houfe, which pipe did not reach 
to the ground by about ten feet. Here the lightning {truck 
from one of the nails which fattened this leaden pipe to the 
wall to the end of a crank iron that was drove in the wall op- 
pofite it, withinfide the room, and to. which was fattened the 
wire of a night-bolt, rather thicker than ufuah This wire 
was fo very loofe before the accident happened, that the bolt 
could not be raifed by the handle at the bed-fide, fo that they 
were obliged every night to take hold, of the bolt itfelf to lift 
it up to fatten the door j but on the night after the accident 
had happened, they, on going to bed, went to raife the bolt 
■op as ufual, to fecure their chamber-door,, when,, to their 

great 
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great furprize, they found the bolt drawn up; and on trying 
to pull it down, they could not with all their ffcrength* It 
being a particular acquaintance of mine, they fent for me. I 
went the next day, and not only found the bolt drawn up, but 
the wire, Which they told me before was very loofe, and much 
bent, was drawn very ftraight, and fc tight, that when ftruck 
it produced a mufical tone. The wire was judged to be 
fhortened feveral inches; for, had the wire before the accident 
been ftraight, it mud have fhortened it above two inches to 
have drawn the bolt up. 

The whole length of the wire from the bed-fide to the bolt 
was about thirty feet ; but the part of the wire on which the 
lightning patted was about fifteen feet. 

Near the crank iron that was directly over the bolt were two 
wires, which pafled through the wainfcot to a fmgle one be- 
longing to an alarm. The lightning patted thefe two wires, 
without damaging them ; but the fingle one was partly difperfed 
into fmoke, blackening all the wainfcot near it ; alfo a great deal, 
was melted into globules, which globules we found by a magnet. 

This was the firft inftance (and, I muft own, it agreeably 
furprized me) that I had ever met with of wire being con- 
tracted or fhortened by the effe£t of lightning, though I have 
now not the leaft doubt, but that it is always the cafe ; and 
that is the reafon that we find them moflly broke where the 
ghtning has patted, if it does not melt them. I have often 
fhortened wire by electricity, an account of which I gave to 
the Royal Society as before mentioned. 

I have brought a piece of wire belonging to the night- bolt, 
and alfo fome of the globules, for the inflection of the Society. 

I have the honour to be, &c, 

TOST- 
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POSTSCRIPT. 

Being defirous of knowing whether the lightning had any 
ways, altered the property of the iron by melting it into 
globules, I applied to the hon. Mr. cavendish, who very 
obligingly tried them with different acids, and found that they 
fcarcely mewed any figns of effervefcence even when heated' 
over the fire. He next tried fome»iron filings, which he put, 
to' fome of the fame acid; thefe not only caufed an efferves- 
cence, but were intirely diffolved. 

He alfo tried the pieces of fteel ftruck off by ftriking a light r 
which being feparated by a magnet from the pieces of flint ef- 
fervefced with the fame acids, and diffolved almoft intirely, 
only half a grain being left out of eighteen, and thefe confined 
principally of thofe parts that were melted in globules. 
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